
STATINTL 

SWINTL 


In computation of in -plant a oat aa sat forth la 
attachment to T.O.X. Ho. 10 that* was aa error of 


Aloh i*eeultod in aa overstatement of the oetl natod o oat 
a quotation of a foe which vae in exooaa of P 


Attached hereto ie a oorreoted analysis of the 
estimated ooat and fixed fee- attributable to this work. 


In accordance herewith Contractor submits the following 
change to the oontraot: 


Cost 


Fee 
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^ i</ Jo/*j 

PROJECT PISH 

EXTENDED TWO WEEK PROGRAM 
1 JULY 1959 - 15 JULY 

Preliminary Area Coot Estimate 


In-Plant Hours 


Engineering 

Tooling 

Factory 

In-Plant Costs 

ftaglneerlng 

Direct Labor * Overhead 
Other Charges 

Subtotal Engineering 

Tooling 

Direct Labor is Overhead 
Tooling Mat. & Other Charges 
Subtotal Tooling 

Manu f ac t ur ing 

Direct Labor is Overhead 
Material 

Mfg. Other Charges 

lubtotal Manufacturing 

Total In-Plant 

Sy sterna 

Pit. Controls (Minn-Honey) 

Total Cost 
Pee 

Total Price 
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